OLD  ST.  MARY'S  CHURCH  (Protestant  Episcopal)  at 
corner  of  West  Broad  and  Wood  Streets  in  historic 
Burlington,  N.  J.  Mother  Parish  of  New  Jersey 
Established  1702.  This  edifice  was  built  in  1703. 
Adjoining  land  on  Wood  Street  was  purchased  "for 
a  Christian  Burying  Ground"  in  1695. 
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